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{This notice is NOT to be filed in Agency 
mervels. Please destroy after reading.) 


PERSONNEL P 25xX1 


nas 26 August 1963 


SSNOUNCEMERT OF ASSIGHENT TO KEY POSTINORN 


OPFICE OF THE DEPUTY DENECTOR DOR SCIENCE AND CACHNOLOGY 


Effective 22 August 1963, Donald F. Chamberlain was appointed 
Assistant Director for Scientific Intelligence vice Albert B. 


Wheelon reassigned. 


25X1 


ARSHALE 8. CARTER 
iileutenant General, USA 
Deputy Director of Central Intelligence 
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